PLATE XXVI
ATREVIDA GULCIEE FROM AMPHITHEATHH KNOB
The crevassed bulb of Atrevida Glacier with Floral Hills in background.   Morainic waste of Lucia Glacier between Atrevida Glacier and the Floral Hills.   Photograph from Station A (Map 2), on June 29, 1906.   See Plate XXVII.